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Message Text 


TAGS: OGEN, OCON, OTRA, IT 

SUBJECT: FDA REPRESENTATIVE ATTENDING INTERNATIONAL MEETING 


1 . FDA ADVISES THAT STEPHEN W. SMITH, DEPUTY CHIEF, 

ACOUSTICS BRANCH, BUREAU OF RADIOLOGICAL HEALTH WILL BE IN 
ITALY SEPTEMBER 26 - OCTOBER 1 1,1978. 

2. MR. SMITH WILL ATTEND THE THIRD EUROPEAN CONGRESS ON 
ULTRASONICS IN MEDICINE IN BOLOGNA ON OCTOBER 1-5 AT WHICH 
TIME HE WILL PRESENT A PAPER "DYMANIC ULTRASOUND IMAGING 
OF T E ADULT BRAIN". CHRISTOPHER 
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